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fire@citvofwavne.com 

Time Line of Events 02-01-2019 for City of Wayne Fire/EMS Department 

This time line starts with the first 911 call for a person down on Lincoln St. in Hickory Hollow and ends 
with all units clearing from the Hickory Hollow CO incident. 

19-0318 Lincoln St. Hickory Hollow Rescue Call Dispatched @ 1848 Hrs. 

19-0318 Hickory Hollow CO Call Dispatched (5) 1848 Hrs. 

19-0319 Biddle St. Rescue Call Dispatched @ 1905 Hrs. 

19-0320 Glenwood Rescue Call Dispatched @ 1952 Hrs. 

19-0321 Third St. Rescue Call Dispatched @ 2051 Hrs. 

19-0322 Gloria House FIre/CO Alarm Dispatched @ 2105 Hrs 

19-0323 Venoy Rd. Flooding/Collapse Dispatched @ 2114 Hrs. Fire Suppression Line Break causing 
ceiling collapse and approx. 1000 gal. of water to flood two (2) wings of the facility. 35 patients 
evacuated to other areas of facility. 

19-0324 Hoover Rescue Call Dispatched @ 2208 Hrs. 

19-0325 Whitney Rescue Call Dispatched @ 2212 Hrs. 

19-0326 Hickory Hollow Rescue Call Dispatched @ 2228 Hrs. 

19-0327 Hickory Hollow Rescue Call Dispatched @ 2320 Hrs. 

19-0328 Venoy Rescue Call Dispatched @ 0147 Hrs. 

19-0318 Hickory Hollow CO Call Cleared scene 0301 Hrs. 




AS you can see, we mitigated 10 Calls during the Hickory Hollow CO event. We received Mutual Aid from 
Westland FD, Wayne PD, Inkster FD, Inkster PD and Consumers Energy. We had one (1) fatality. 267 
units @ Hickory Hollow facility were monitored for Carbon Monoxide. 26 units were found to have 
levels of CO. Occupants were evacuated from homes. Those whom had no place to go were placed in 
the Hickory Hollow Club House where they were provided food, beverage and kept warm. The source of 
CO was discovered and mitigated. All homes were cleared and all displaced residents were able to 
return to their homes prior to City of Wayne FIre/EMS Department clearing the scene. 



